THE  NATIONAL  SHRINE  OF  THE 
IMMACULATE  CONCEPTION 

Washington,  D.C. 
Near  the  Crypt  Church  is  the  beautiful  Lourdes 
Chapel.  Here  in  semi-darkness  stands  Our  Lady  in 
her  Niche  to  help  us  capture  the  spirit  of  this 
impressive  Shrine.  On  the  walls  are  scenes  depict- 
ing various  water  miracles.  These  are  supplemented 
with  an  inscription:  "Hail,  Holy  Queen,  Mother  of 
Mercy." 
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